Invoice 



New England Compounding Center, Inc. 

PO Box 4146 

Woburn, MA 01888-4146 

Ph. 508-820-0606 

Fx. 508-820-1616 


Date 

Invoice # 

9/24/2012 

230205 


Bill To 


Ship To 


PARTNERS HEALTHCARE SYSTEMS 
P.O. BOX 9127 
CHARLESTOWN, M A 02129 
ATrN: ALEX WEATHERALL 


BRIGHAM AND WOMENS HOSPITAL-CARDIO 
89 FENWOOD DRI^E 
BOSTON, MA 02115 


P.O. Number 

Terms 

Rep 

Ship 


Via 

F.O.B, 

0005352639 

Net 45 days 

BM-H 

9/24/2012 


FEDEX 


Quantity 

Item Code 


Description 


Price Each 


Account# 


Amount 


.30— CP-00362 CARDIOPLEGIA - HIGH K,288.5mL 

50 CP-00361 CARDIOPLEGIA - LOW K^265.5m L 

' T COURIER BOXES INCLUDED IN SfflPMENtr 4 


12.00 600.00 

9.00 450.00 

64.24 64.24 



IHTHANK YOU FOR YOUR ORDER1I! 

***Pl FASF PI ACF INVOICE NUMBER ON PAYMENT*** 


Total 

$1,114.24 

Credits 

$0.00 

Balance Due 

$1,114,24 


174757 4 125 nnnft07 

- - DOJ_NECC001 1 1 4688 



Coo Tits'- P/cteup 

. (M^ y 

JoW i 

CooC.-^ ; $4 0 * 114 ' ^ 

jSM4-2V 

I 


174757 4 125 000808 

DOJ NECC001 1 1 4689 



Set-. 21. 2012 4:18PM 


Ho. 3703 P. 1 



Catdioplegia; Medication Order Form 
697 Waverly Street, Frainingharo, MA 01702 
Tel; 800-994-6322 or 508-820-0606 . 

Fax; 888-820-0583 or 508-820-1616 
www.neecrx.com 


Fax order to: 888-820-0583 


Brigham & Women's Hospital 

89 Fenwood Drive 
Boston, MA 02115 

/ 

Attn; In-Patient Pharmacy 
Tom Burke, buyer 
Karen Kelly, manager 


PO#: 




J Telephone: (617) 732-7155 
• Fax; (617) 566-2396 


/ 1 

hoc) 

H @OX£.$ y 


Today's Date; _ 

Please Deliver For; m m 


CP'O&MZ. ^ 



174757 4 125 000809 

DOJ_NECC001 1 1 4690 





FOR 


1470315 9/24/2012 

BRIGHAM & WOMEN. HOS.- ( 


BJC 


ADDRESS 

ft 


NEW ENGLAND COMPOUNDING CTR 

697 WAVERLY ST. FRAMINGHAM, MA 01702 
8p0-994-632 2 BN5927819 NABP #2237445 

Caution: Fedora) lew prohibits transfer of this drug to any other person then pal lent for whom prescribed. 

Rx 1470315 BRIGHAM & WOMEN'S HOSPITAL 

BRIGHAM & WOMEN. HOS.- CARDIO 

Ptrcii £9 FENWOOD RD .-BflgfcPN. MA02115 

_ KCL/MAG S04 (LOW-KJ IN 250ML NS BAG 22/1 

OEA Na2SO.fi/ll I nttf wofikA vox* Discard after 10/1 5/2012 

USE AS DIRECTED 

j PHYSICIAN’S 

* SIGNATURE 

BJC No refills authorized 9/24/2012 

INTERCHANGE IS MANDATED UNLESS THE PRACTITIONER 
ADDRESS „ WRITES THE WORDS 'NO SUBSTITUTION' IN THIS SPACE 



DOJ_NECC001 1 1 4691 



DOJ_NECC001 1 1 4692 




Pharmacist’s Rx Order Verification Sheet 

Please verify that the following are correct for this Rx Order 


CfZJ, 


Facility Name 


Facility Address 






Drug 1 | 

1 Drug2 | 1 

1 Drug 3 

• 

Medication 

c 


Medication 


□ 

Medication 


Vial Size 

c 

□ 

Vial Size 


□ 

Vial Size 


ft of Units 

1 

_ 

/ tf of Units 


L 

# of Units 


Lot ft Matched 


72 

Lot ft Matched 

is 

r — — ■ 

Lot ft Matched 


Lab Reports Enclosed 


Lab Reports Enclosed 


Lab Reports Enclosed 



Drug 4 



_ 

Drug 5 


_ 

Drug 6 1 

Medication 


Medication 


Medication 


Vial Size 


Vial Size 


Vial Size 


ft of Units 


ft of Units 


# of Units 


Lot # Matched 


Lot ft Matched 


Lot ft Matched 


Lab Reports Enclosed 


Lab Reports Enclosed 


Lab Reports Enclosed 



Kathy s. chin, RPh, PharmD 


Jill Keough, RPh, PharmD 

* 

Barry J . Cadden, . RPh 


Glenn. A. chin, RPh 


j.Matt Evanosky, RPh 


Chris M. Leary, RPh, PharmD 


Gene V. svirskiy, RPh, PharmD 


Alla V. Stepanets, RPh, PharmD 



1747S7 4 nnna 11 

- - DO J_ N ECC00 1 1 1 4693 







Lcgged’Formula Worksheet («loi*Ja/(J) 
9/24/2012 9:11:07 AM 
Page 1 


NEW ENGLAND COMPOUNDING CTR 
697 WAVERLY ST. 

697 WAVERLY ST. 

FRAMINGHAM, MA 01702 Ph. 800-994-6322 


KCUMAG S04 (LOW-K) IN 250ML NS BAG 22/18 MEQ 


Flavor: 

Description: 

Quantity made: 13250 ML Batch yield: 

Qty remaining: 

Date made: 9/24/2012 / 

Lot number: 09242012@55 ^ / 

Beyond use date: Octeber1^2012 << 9:10 AM 

f / 21 days after compounding date 

Pharmacist: 

Technician: DANTR CLIFFORD 
NDC1: 

Packaging: 250ML BAG NS 

Equipment: 

Labeling: 

Stability information: 

Chemicals Sch , 


13,250.000 * 
13,250.000 


Active (3 
D:10423 


PCCA ID: 
Route of admin: 


ActiveX 
Formula ID: 1 
Log ID: 249048 


Priclna calculations from the loa I 

Estimated price 

$13,750.06 as of 5/13/2011 

Ingredient cost 

$0.00 

Device cost 

$0.00 

Time cost_ 

_ SQ.oo Time to make: 0 

Profit 

$13,750.06 


ZSJyr^T p ?CK opj 


Quantity used QS (Balance) Actual cost & date 


SODIUM CHLORIDE 0.9% (PF)-250Mt INJ L 

Lot #: J7H404 Mfg; HOSPIRA . 

Chomtoo) Codo: Volume: Potency: 


12500 ML 
Exp. date: 6/30/2012 
QS amount: 


POTAS. CUMAG S04^TOCK"LOW-K 1.47/1.2MEQ/ML 


0 ; $12,500.00 1 1/24/2008 

Whlsr: HOSPIRA 

AWP: $2t.B0 

Each ML contains 0.943 ML or 94.3% 

NDC: 00409*7903-09 ChemlnvIO: 0 


Lot#: 0809201 2@47 

Chemical Code: 


Mfg: STORE 
Volume: 


750 ML 

Exp. date: 10/0/2012 
QS amount: 


$ 0.00 


8/9/2012 


Whlsr: STORE 

AWP; S 

Each ML contains 0.0566 ML or 5.66% 
NDC: 38770058709 ChemlnvlO: 8590 


(Added all GM & GMS: 0.00) 


$12,500.00 


Log Instructions & Notes 


Originally made as: 13250 KCL/MAG S04 (LOW-K) IN 250ML NS BAG 22/18 MEQ 
Calculated lot number: 0924201 2@55 Beyond use date: 10/15/2012 
FORMULA INSTRUCTIONS: 

TEST: STERILITY FOR #20+ UNITS PER ORDER********************** 


NOTE: MADE IN CLEANROOM 1 (NOT CARDIO L 
RUN LOG IN MULTIPLES OF 265 (NOT 265,5), LA 


BRIGHAM/WOMEN 


/ 


ZEBRA bar code; 88888800361 FACILITY USES 2 BARCODES, SEE L/ 

LOW-K CARDIOPLEGIA 

ADD-MIX 15ML OF LOW-K"STOCK M PE 


THIS F 

APPROPRIATELY TRAINED IN ASEPTIC TECHNIQUE. 

FACILITY NAME:. (Br.'cJxqu^ t U)OMz/) \ 

Date entered: 9/2j4/2012 9:10:49 AM 
Checked by: TAX 


r BE MADE BYAPH7 


Sodium Chloride 0*9% 250 mL 

Potassium Chloride (2mEq/mL) 11 mL(22mEq) 
Magnesium Sulfate (4mEq/mL) 4.5 mL(i8mEq) 

Total Volume: 265.5 mL 


Cardiac Perfusion Only 
Not for LV, Adminislrallon 



1:05lAM by: LAB ‘ 

A Date: M I Qz, 

n 


Exp: 10/1 5/201 

Lot: 0924201 2 @55 S ’* - ' RX 0nl f 

wiMiuumuiuimn 

88888800361 F 

uniinriBuniM 

6«Wr 99994 9695 


600 — 904 — 6322 

Framingham, M A (up | 

r 


174756_4_4 001587 

DOJ_NECC001 1 1 4694 




LCggecf Formula Worksheet (standard) 
9/24/2012 9:11:07 AM 
Page 2 

KCUMAQ S04 (LOW-K) IN 250ML NS BAG 22/18 MEQ 



NEW ENGLAND COMPOUNDING CTR 
$97 WAVERLY ST. 

697 WAVERLY ST. 

FRAMINGHAM, MA 01702 Ph.800-994-6322 


Flavor: 

Description: 


Quantity made: 13250 ML 


Batch yield: 13,250.000 
Qty remaining: 13,250.000 


PCCA ID: 
Route of admin: 


Active 171 
Formula ID: 10423 
Log ID: 249048 


SAG SIZE: 250ML+. 


QUANTITY:. 


SO 


LOTf'S 


FILTER LOT # 


BAG LOT#. \U ZoX l4L ■ 

FORMULA" 1 * "^ 1 

1) MAKE APPROPRIATE ’STOCK" SOLUTION OF KCL/MAG-S04 

2) CALIBRATE THE BAX PUMP TO DELIVER 15ML PER BAG 

3) ADD-MIX 15ML PER 250ML BAG OF NORMAL SALINE 

QA Sample 

Number of QA Samples: J QA Sample Volume: 

Technician Initial:^ Date; 



STERIVEX™ ■ - GP 0.22 uni FILTER UNIT 
For Sterilizing Aqueous Solutions 

Cat. No.: SVGPL10RC 
Lot No,: 412D4237 
Contents: 1 Filter Unit 
Stcr, Date: APR 2012 
Exp. Date: APR 20 15 


293 39 



MILUPQRE 

Mitliporo Corporation, 8 Ilf ortca, MA 01821 
I03<i74 REV. 05/08 Modo In U.S.A. 


Date ontere<iL?/?4/20l2 9:10:49 AM 
Checked bv:< =4( C 



174756 4 4 001588 

DOJ_NECC001 1 1 4695 


V ENGLAND COMPOUNDING CTR 

LM»f™,^I l ? YLCH0LINS 50MG, ML INJEC 

LoW092I2012@27 ^ Difeon}aAmM<P30t3 


* ^ *- m so I* 

ISETRlfRic 


pOXVCHOUC ACtO 4.2% -HOT FOR .VUsWr^St^ 


MfcFV ENGLAND COMPOUNDING C I K 
// Mhfl g,,,, , 697 WAVERLY ST. 

// ^“'Tf&MINGHAM, MA 01702 800-994-6322 

LIDOCAINE (PF) 1% INJECTABLE * p 

Lolit09242012@42 OrScfl/d offer V23/2Q13 


JME 

sov 


SAMPLE It! 


// a NEW ENGLAND COMPOUNDING CTR 
1 JB&W. 697 WAVERLY ST. 

^“^FRAMINGHAM, MA 01702 800-994-6322 

PEfTROP/CYCLOP (PF) (STOCK) 2.5-1-1% 

LOW 092220 12(G£2 D/jeortf oflor Mr/20 13 

GC 

REFRIGERATE 


^ A? 


-ssC 


■ wflWMWWW "^ 


Lol# 00242012@24 

GC 

REFRIGERATE 


Disc&ttj 8 Mr 12 / 23/2012 

1 ML 




Ac,mw\>\«* hbhw»/^L 

fvssxnsr °'*' n™, 

L0t#0«1»«®^ 9 do HoUnl»et ^ 

MWHWW 

S IrtrtHWttjy 0 0700 04006* 


,fea^r Te 

‘ J^grama SINGLE DOSE UNIT S 

^P»«Bq)/50mL 50 mL 

■ “syw ai E,p. mmnn 

< m§^' u xhtml mmimiir 

• 99700500154 

/^Acetylcysteine 10 % (i0Qmo/mL) 
&'. n .J?X n , or °”' 2m L 
Ul# 09212012® ns Hl only , 

Exp; 11 / 06/2012 oo Net mini 

UBiwwaniiii 

•it -**«-«)» o0?ono?oooi) 

/^coivi cysle i„ e 20a/s ( aoomo/mL> 

£5488*5" - E mm 

Lot H 09212012® Kg TTonly 

Exp: 11/06/2012 «<>i 

" 

00 *0700040070 


Ak 


NEW ENGLAND COMPOUNDING CTR 
697 WAVERIY ST. 

FRAMINGHAM, MA 01702 600-994-6322 
( LIDOCAINE (PF) 2% INJECTABLE 
Lot#09242012@43 Wswtifl/larMMOU 

JME sample 


sCtO 



Fnlmouih Hoanllnl 

FAMOTIDINE 20mo 
ONDANSETRON 4 mg 

In 100 ml o.9V» Normal Saline 

For Infection 

i9zir ‘ 


4* 

!Uo(m2'20l2^ S 

REFRlGeRATE-SlNGlL- DAYJJSE^^ 

■w- 


ucBSStii 

Expires On: 11/05/2012 

U«.» DlreeUd, fix Ooly, 8l 0rt ,1 floam T.mpmlw. Oo „* Fmie . 







/p/rrtOPJCYC/KETOH tP.F121 .-lilA^L2£^. £ 

// Lt>W09212012@12l 

f REFRtGERATE'WGLEDAYUsAggg 

i ml _ - <y 

/I NEW ENGLAND COMPOUNDING CTR 
597 WAVERLY ST. 

y *™*FRAM INGHAM, MA 01702 800-994.6322 
KCL/MAG S04 (LOW-K) IN 250ML NS BAG 
LoW092420l2@55 Discon} sRcr WH/2012 

BJC SAMPLE I 






*3 






Franciscan _ SI.FrancIs Heallh 

Gentamicin I 60 m 0 
ln s ° 6 ium Chloride 0 . 9 % 

1000 mL 

Irrigation Solution 

® tt 81 O/rtded. fit Only Stora a| r , 

Fyni , n JV- «ore «f Room Tempemiurj. 

Expires On: 12/19/ 20l2 

Lot#: °32020t2@57 

ZZZT* llilfllfif! 

m-m-tlli 99910000323 « 


? SY 1 

h 

5 si 

ill 


£ ^ 




vLo!#092 1201245 120 Olittnl Mtr IWBrtOM 
REFRtGERATE'SlNGLE DAY USE' 

4 ML 


r 


J&35 


•A 


/b: 


'°' nv ^ ri lOrna/mL In B95IPPI 
r^«0^h, W6 s.l S*U;M 


/X Ba P„ i, „ ra , c j n 50.000 Units r- 

</ t n 20 mL 9 fl,Ml Soiflum Chloddft) ( 

not 

■ 

inijiir 


;:-o 






CQ 5 

e 82| 

I Pi 

ifesgl 

PIf, 

I |8* 

Mil 
‘ its 


174755_33_23_000576 

DOJ_NECC001 1 1 4696 


Brlgtiun & Womtn'i lioipim 


1 Sodium Chloride 0.9% 250 mL . j 

j Potassium Chloride (2mEqM)- 34 mL(68mEq)j 
Magnesium Sulfale (4mEq/mL) 4.5 m 1.(1 8m Eq); 

! Total Volume: 288.5 ml_ j 

I Cardiac Perfusion Only I ; • ■»'*’" i 
| Not for !,V; Administration | • j 

Exp: 10/15/2012 SiofB At Room TompOrMuco 
Lot; 09242012® 54 RX Only { 





800-004-6322 

Frpmlngfwm, Mfl 01702 


68888800362G 



tlclohom * Women’* Ho«pll»l 

Sodium Chloride 0.9% 250 mL 

Potassium Chloride (2mEq/mL) 11 mL(22mEq) 
Magnesium Sulfate (4mEq/mL) 4.5 nrL(IBmEq) 

Total Volume: 265.5 mL 


Cardiac Perfusion Only 
Not for I.V. Administration 


(lots Al Room Timptmuto 


Exp: 10/1 5/201 2 RXOnly 

Lot: 09242012 (3) 55 

nranMUSHnuiuin 


O08888OO361F 


800 — 084 — 6322 

Framingham, HA Ql702^p 


iiriiiruiftimniiiiw 

BSW# 9999496951 


NEW ENGLAND COMPOUNDING CTR 
697 WAVERLY ST. FRAMINGHAM. MA 01702 
600-994-6322 BN5927819 NABP #2237445 

CKil*r, KWMMwhrtjW* it »/ ►ntvtBwi wutrt ft, 

RX 1470309 x^R>GHAM & WOMEN'S HOSPITAL 
BRIGHAM & WOMEN. HOS.- CARDIO 

89 FENWOOD RO. BOSTON. MA 02 1 15 

KCL/MAG S04 IN 250ML NS BAG 68/‘ 

14000 MU ,UIW0924?CJ|2@'- 


!2<6fS4 Distaidofler 10/15/20] 


USE AS DIRECTED 


No refills authorized 


iy2oia"" 


6^ 


NEW ENGLAND COMPOUNDING CTR 
607 WAVERLY ST. FRAMINGHAM MA 

titwfw r * ^ p"*°"' t « n *** r * M 

1470315 BRIGHAM 6 WOMEN'S HOSPITAL 
BRIGHAM & WC)MEN. HOS.- CARDIO 

KFEFWOOPRD BOSTON. MA02115 ^ OOH 

kcl/mag S04 «■»«“ 

USE AS DIRECTED 


BJC No refills authorized 


9/24/2012 


I 


174757_4_125_ 000810 

DOJ_NECC001 1 1 4697 


09/24/203.2 - 09/24/2012 231566368 FedEx Ground Customer Detail Report 09/24/2012 CAFE25U Page: 1 

RECIPIENT CD TRACKING H ZIP ZN SVC ACT WGT BILL WGT AOD COD DECL VALUE C NET 


BOSTON SPORTS L 359576668023666 02451 


1.00 


N 0.00 


0.00 


5.87 


SUBTOTALS FOR BOSTON SPORT 


COURTESY NET CHARGE 5,87 
TOTAL WEIGHT {OF LBS) 1.00 
TOTAL WEIGHT (OF KGS) 0.00 
CSY DECL VAL SCHG 0.00 
COURTESY DISCOUNT 0.00 
COURTESY SPECIAL FEES 0.00 
CSY FUEL SURCHARGE 0.38 
PACKAGE COUNT 1 


RECIPIENT 

CD 

TRACKING ll 

ZIP 

ZN 

SVC 

ACT WGT 

BILL 

WGT AOD 

COD 

DECL 

VALUE C NET 

BRIGHAM fr 

WOMEN 

359576668023772 

02115 

2 

RG 

1.00 

1.00 

N 

0.00 

0.00 

5.87 

BRIGHAM & 

WOMEN 

359576660023789 

02115 

2 

RG 

1.00 

1.00 

N 

0.00 

0.00 

5.87 

BRIGHAM & 

WOMEN 

359576668023796 

02115 

2 

RG 

1.00 

1.00 

N 

0.00 

0.00 

5.87 

BRIGHAM 6 

WOMEN 

35^576668023802 

02115 

2 

RG 

1.00 

1.00 

N 

0.00 

0.00 

5.87 


SUBTOTALS FOR BRIGHAM £, WO 
COURTESY NET CHARGE 
TOTAL WEIGHT {OF LBS) 

TOTAL WEIGHT (OF KGS) 

CSY DECL VAL SCHG 
COURTESY DISCOUNT 
COURTESY SPECIAL FEES 
CSY FUEL SURCHARGE 
PACKAGE COUNT 


23,48 

4.00 

0.00 

0.00 

0,00 

0.00 

1.52 

4 


RECIPIENT CD TRACKING 


ZIP 


ZN SVC ACT WGT BILL WGT AOD COD 


DECL VALUE C NET 


FALMOUTH HOSPIT 359576668023574 02540 

FALMOUTH HOSPIT 359576668023501 02540 


RG 1.00 1.00 N 0.00 

RG 1.00 1.00 N 0.00 


0.00 5.87 

0.00 5.87 


SUBTOTALS FOR FALMOUTH HOS 
COURTESY NET CHARGE 
TOTAL WEIGHT (OF LBS) 

TOTAL WEIGHT (OF KGS) 

CSY DECL VAL SCHG 
COURTESY DISCOUNT 
COURTESY SPECIAL FEES 
CSY FUEL SURCHARGE 


11.74 

2.00 

0.00 

0.00 

0.00 

0.00 

0,76 


1747*16 69 4Q nnooflft 
1 /4 / 0b_04_4y do j N ECC00 1 114698 


Invoice 


New England Compounding Center, Inc. 

PO Box 4146 

Woburn, MA 01888-4146 

Ph. 508-820-0606 

Fx. 508-820-1616 


Date 

Invoice # 

9/24/2012 

230205 


Bill To 


Ship To 

PARTNERS HEALTHCARE SYSTEMS 


BRIGHAM AND WOMEN'S HOSPITAL-CARDIO 

P.O. BOX 9127 


89 FENWOOD DRIVE 

CHARLESTOWN, MA 02129 


BOSTON, MA 02115 

ATTN: ALEX WEATHERALL 




P.O. Number 


Quantity 


Net 45 days 


Item Code 


Rep 


Ship 


9/24/2012 


Via 


Description 


F.O.B. 


Account# 


Price Each 


CP-00362 

CP-00361 

COURIER 


CARDIOPLEGIA - HIGH K,288.5mL 
CARDIOPLEGIA - LOW K,265.5mL 
BOXES INCLUDED IN SHIPMENT: 4 


12.00 

9.00 

64.24 


600.00 

450.00 

64.24 


!! 'THANK YOU FOR YOUR ORDER!!! 

***PT PAQFPT A rv rMVDTCF. NT TMBF.R ON PAYMENT*** 

Total 

$1,114.24 



Credits 

$0.00 



Balance Due 

$1,114.24 


DOJ_NECC003725898 


